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इस भाग में भिन्न पष्ठ संख्या दी जाती है जिससे कि यह मलग संकलन केप में 

रामासके 
Separate paging is gven to tbly Part to order that it mey be Mod 2 soport 

compllation 


MINISTRY OF HEALTH AND FAMILY WELFARE 

( Department of Health ) 

CORRIGENDUM 
Now Delhi , the 19th July, 1982 
G . S. R. 502 ( E). In the notification of the Government of Indin in the Ministry 
of Hoalth and Family Wolfaro (Department of Health ), No. GS. R . 431(E ) dated 
the 29th May , 1982, published in the Gazette of India Extraordinary, Part II , 
Soction 3, Sub -section (i) dated the 29th May, 1982 

(i) at page 2, in lines 3 and 4 read " Order No . P 15014 /17/ 76- PH ( F & N) " for 
___ " Order No. P. 15014/ 76-PF ( F & N) " 

INo . P. 15014 / 8/ 82-PH ( FEN)/ PFA] 

G . PANCHAPAKESAN, Under Secy . 
470 GI/82 
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